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UNITED STATES ENVIRONMENTAL PROTECTION AGENCY 
REGION IX 

Underground Storage Tank Program Office 
75 Hawthorne Street (WST-8) 

San Francisco, CA 94105 


IN REPLY REFER TO WST-8 
AND SITE #NAV-314 
Certified Mail: Z 745 801 063 


Ms. Abigail A. Myers, REP 
Sr. Environmental Scientist 
Arizona Public Service Company 
P.O. Box 53933 
Phoenix, AZ 85072-3933 

Dear Ms. Myers: 

This correspondence refers to your letter dated December 30, 1998 and the enclosed 
documentation related to the remediation of contaminated soils at the Moenkopi Substation, 
located 3.5 miles southwest of Cameron, Arizona, on land of the Navajo Nation. Contaminated 
soils were encountered during the removal of one 500-gallon underground storage tank (UST) 
on May 31, 1994. 

Approximately 250 cubic yards of contaminated soil were land farmed at the site. The 
most recent analytical results for samples of this soil indicate contaminant levels below the 
maximum established by the Navajo Nation Environmental Protection Agency. 

The information submitted has assisted EPA in assessing the status of this site. This 
site does not appear to pose a current threat to human-health and the environment. EPA is not 
requiring further action at this time. 

Please call Walt Guggenheimer at (415) 744-2094, if you have questions or need more 
information. 


Sincerely, 


Lester Kaufman, Chief 

Underground Storage Tanks Program Office 


Enclosure 

cc: Norma Cady, Navajo Nation EPA 

Roy Murphy, Bureau of Indian Affairs 
Charles Dowell, Indian Health Service 
Peter T. Noyes, Navajo Nation HPD 



